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Integrated Disease Surveillance Programme CVI D-19 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 25-01-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 718 (since 15t" March 2020) 
@) Positive Today: 3893 WY Recovered Today: 3849 
4 Death Today: 06 4 Active Cases: 31236 
S*Y Sample Positivity today: 13.68% R% Recovery Percentage: 88.42% 
l Total cumulative Positive COVID-19 detected since: 407358 
2 Total Number (%) of COVID-19 Patients Treated/ Cured: 360180 (88.42%) 
3. Total Number (%) of COVID-19 patients migrated out of state: 8445 (2.07%) 
4. Total Number (%) of COVID-19 Deaths: 7497 (1.84%) 
5 Number of samples found negative for COVID-19 today: 24557 
6 Total number of samples sent for COVID-19 testing today: 26526 
7 Total number of cumulative samples found negative: 8710493 
4 
WEAR MASK WASH YOUR HANDS COVER YOUR COUGH 
you WITH SOAP AND SNEEZE 
aware! 
he cautious —" 
he safe 
AVOID TOUCHING NOSE, KEEP ONE METER AWAY STAY AT HOME 


HEALT, 
BRS: EYES AND MOUTH FROM SICK PEOPLE UNTIL RECOVER 
C@VID-19° WKLY: 
© mia na fos 
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Detailed Status of Sample Tested 


Positive 
Cumulative 
(including 
Pvt. Lab) 


Negative 
Cumulative 
(including 
Pvt. Lab) 
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in last 24 
hours 
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in last 24 
hours 
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Hospital Wise Death 


District Cumulative Deaths | Name of the E AA AR TAREE = of Deaths 
3573 Govt. Doon Medical Govt. Doon Medical College, Dehradun | Dehradun 
Vinay Vishal Health Care Roorkee, ——— E 
Ce 
| 955 Jec Joshi BC Joshi Hospital (DRDO), Nainital = (DRDO), Nainital 
Ee Base Hospital Kotdwar, Pauri Garhwal 
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Details of State Control Room 











E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


nG) Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 


Note: 

1. From tomorrow (Date 26.01.2022) onwards in Health Bulletin Cumulative Data will be 
shown of third wave i.e., data since Olst Jan 2022. 

2. On every Monday, a detailed Health Bulletin will be published with data since 15th 
March 2020. 
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COVID-19 Vaccination 


25th January 2022 


* Sessions Held Today: 1231 

* Number of Beneficiaries Vaccinated Today: 41488 
* Total Number of Beneficiaries Partially Vaccinated: 8406636 
* Total Number of Beneficiaries Fully Vaccinated: 6877484 


*% Total Number of Beneficiaries Given Precaution Dose: 160693 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 15-17 
hrs aie 18+ years 18+ years 
4st And yea Partially Fully 
Partially : : 
2nd Waceinated vaccinated Vaccinated 
(1st Dose (Both Dose 


Dose 
(1st Dose 
Coverage) Coverage) Coverage 


Amora | 6367_| 24034 | 379335 | 307730 | 6017 | eooo | 9945 | 9422 | 336 | 9150 _ 
7331 


Partially Fully Partially Fully 

Vaccinated | Vaccinated | Vaccinated | Vaccinated Total Dose 
(1st Dose | (Both Dose (1st Dose (Both Dose Coverage 
Coverage Coverage) Coverage Coverage) 


Pithoragarh 2461 19586 324083 285040 4093 4055 8308 





